From: 

Sent: 

To: 

CC: 

Subject: 


Ron and/or Nancy Bryant [ronancyb@hughes.net] 

9/14/2017 10:38:11 PM 

Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Atlantic Coast Pipeline 


Dear Secretary Regan: 

Please do not grant the 401 water certification permit for the ACP! 

We are convinced that this pipeline is completely unjustified and will be dangerous, damaging and costly for 
North Carolina. 

It will add pollution to the environment from the increased fracking of the natural gas to feed the pipeline and 
it will exacerbate global warming when the additional gas is shipped and burned. 

Please deny the 401 water certification permit! 

Thank you, 

Ron and Nancy Bryant 
5546 Old Thompson Road 
Norwood, NC 28128 
704-474-9134 



